Eastern - Silver Certificate Building 


Name of Buildings awarded the Quality Water Supply Scheme for Buildings — Fresh Water (Management System) Certificate 
(as at 28 February 2022) 


18 Upper East 
AIA Hong Kong Tower 
Heng Fa Chuen Club House 


